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CONCORDIA 


1455 de Maisonneuve Blvd. West, Montreal, Quebec H3G 1M8 (514) 879-8497 


FOR IMMEDIATE RELEASE 


Concordia holds Engineering 
_ Open House March 21 - 29 


5 


Montreal, Quebec, March 14, 1978 -- Come one, come all to 
Concordia University's Engineering Open House to be held on the Loyola 


and Sir George Williams campuses from March 21 until March 29. 


Anyone interested in engineering, or interested in becoming 
a professional engineer is most welcome to examine the university 
facilities and discuss his personal situation with his professor’ and 


student hosts, 


Here are the times and places: 


. 


From 2 - 5 p.m,, March 21 in the Hall Building, 1455 de 
Maisonneuve Blvd. West, there will be a demonstration of Building 


Engineering, Civil Engineering and Mechanical Engineering, 


From 2 - 5 p.m., March 22 in the same place, there will be 


a- demonstration of Computer Science and Electrical Engineering, 


In the Central Building on the Loyola. Campus on: March 29, 
between 2 - 5 p.m., there will be a general demonstration of what 


the Faculty of Engineering has to offer at Concordia, 


